OLD  FIRST  CHURCH 
Bennington,  Vermont 

A  beautiful  example  of  typical  New  England 
architecture,  this  church  was  established  by 
the  first  parish  in  Vermont  and  has  been  com- 
pletely restored  to  its  original  appearance. 
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